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REE TOKYO 2791 

1. ACCORDING TO UNOFFICIAL INFORMATION OBTAINED FROM THE 
GREEK ATOMIC ENERGY COMMISSION "DIMOKRITOS", ATHENS, A TEST 
OF THE KOS WATER DISCLOSED NO CONTENT OF SPECIAL MEDICAL 
SIGNIFICANCE, OR ANY RADIO-ACTIVITY CONTENT HIGHER THAN THAT 
OF OTHER LAKE, RIVER OR WELL WATER IN GREECE. 

2. INDIVIDUALS INVOLVED IN DISTRIBUTION OF WATER TO CANCER 
PATIENTS NOW UNDER LOCAL PROSECUTION ON CHARGES OE VIOLATING 
GREEK LAW RE MEDICAL PROEESSION, ILLEGALLY DISPENSING A 
PRODUCT AS A MEDICINE, AND MISLEADING THE PUBLIC RE ITS 
CURATIVE PROPERTIES. 

3. HOWEVER, ACCORDING TO LOCAL PRESS FEBRUARY 26, 1976, TESTS 
ARE STILL BEING MADE ON TWO GROUPS OF MICE BY MARIA ELIADI 
ANOSIA-BIOLOGY RESEARCH CENTER IN ATHENS. RESULTS NOT 
EXPECTED BEFORE SEVERAL WEEKS. ALSO CHEMICAL TEST MADE IN 
SPECIAL LABORATORIES OE A POWDER CALLED "HELION", WHICH WAS 

USED WITH THE KOS WATER, SHOWED HIGHER COBALT AND NICKEL CONTENT 
THAN USUAL. NO OFEICIAL CONFIRMATION OF FOREGOING AVAILABLE, 
HOWEVER. ANY ADDITIONAL INEORMATION WILL BE REPORTED AS 
AVAILABLE. 

KUBISCH 

UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Disposition Action: n/a 
Disposition Approved on Date: 
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Document Number: 1976ATHENS01802 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: N/A 
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Film Number: D760073-0215 
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Line Count: 52 
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Previous Classification: n/a 
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